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I. FILTER MATERIALS, LTD. 

A. Objective : Develop polypropylene tow that is equivalent to 
cellulose acetate. 

B. Results : Samples requested by TTG for International products were 
produced. 

Evaluation of the wax application system was begun on the KDF-2. 
Samples have been produced with wax at 300m/min. for short 
durations. The heating system used to hold the wax in a liquid 
phase is being tuned to maintain operating temperature. 

C. Plans : Operating conditions for the wax application system will 
be established. 


II. NEW FILTER CONCEPTS 

A. Objective : Develop unique products using novel filters. 

B. Results : 

Modified Plastic Filter: Processing inefficiency was studied and 
found to be attributed to filter length variation:. Since the last 
supply of filters, Louisville installed a more accurate filter 
cutter. Filters have been made and are in transit. Samples will 
be made for E.E.M.A. as soon as the filters are received. 

PVA Matrix: Cigarettes were produced to evaluate supplementing 
menthol on foil with PVA Matrix containing menthol. An aging 
study is in progress and samples will be smoked for subjectives. 

Concentric Filters: Concentric filters having a PVA Matrix with 
menthol coated on the outside of the center core were received. 

As the Filtrona process uses steam application for fiber bonding, 
there were concerns that-the menthol would be volatilized. 

Analysis of menthol indicated little loss. Cigarettes are 
scheduled to be fabricated. 

C. Plans : Previous Modified Plastic Filter processing has been done 
with' continuous adhesive application'; patterned application will 
also be evaluated. The PVA Matrix aging study will be completed 
in May. 


III. MENTHOL ON FOIL 

A. Objective : Support the introduction of menthol on foil process. 
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B. Status : Construction of a third menthol on foil applicator nears 
completion. This machine will be tested and shipped to 
Louisville. One of Louisville's existing machines will be 
returned and upgraded. 

C. Plans : Produce samples as requested. 
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